those electrical inspections were not being adequately per-
formed.  The violation was thus the result of significant
negligence.

Finally, with respect to Order No. 2338712, it is undis-
puted that, in addition to the cited loose cover plate, the
conduit and cable had been torn out of the resistor panel,
thereby creating an independent hazard.  The condition was
readily visible, since the light was inoperative, and was
therefore the result of gross negligence.

Further negligence is attributable to the operator in
those cases cited after January 16, 1984, since the mine
operator was forewarned on that date of the recurrent prob-
lem of these permissibility violations.  It is apparent that
even after these warnings management took no effective cor-
rective action.  Accordingly, I am assessing a greater penal-
ty for the corresponding citations amd orders.

In determining the amount of penalties to be assessed
in these cases, I have also considered that the operator is
large in size and has a substantial history of violations
including a number of violations of the standard cited here-
in.  The violations were all abated in a timely and good
faith manner.

ORDER

Citation No. 2338155 having been previously withdrawn
before the filing of the instant civil penalty proceeding is
hereby severed from these cases.  The contest proceedings,
Dockets No. KENT 84-97-R, KENT 84-98-R, KENT 84-99-R, KENT
84-100-R, KENT 84-101-R, KENT 84-102-R, KENT 84-104-R, KENT
84-105-R, KENT 84-106-R, KENT 84-107-R, KENT 84-117-Rr KENT
84-118-R, and KENT 84-119-R are dismissed.

The Peabody Coal Company is ordered to pay the following
civil penalties within 30 days of the date of this decision:

$ 100
100
100
500
500
300
300
300
300
300
300
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655g, and clearly visible.  It could
